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The  Village  Church  at  Hancock,  N.  H.  was  built 
in  1820.  This  is  one  of  the  most  striking  examples 
of  the  very  beautiful  churches  to  be  found  through- 
out N.  H.  The  steeple  was  designed  by  Christopher 
Wren  and  contains  an  authentic  Paul  Revere  Bell. 
Photo  by  Carleton  Allen. 
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